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U.S. Department of Energy 

1000 Independence Avenue S.W. 
Room 18-066, Forrestal Building 
Washington, D. C. 20585 


Attention: Mr. William Rhoces 


Gentlemen: 


in response to your memorandum addressed to Federal 
Energy Coordinators, enclosed are tive copies of our annual 
report on Energy Management. This ceport reflects the 
energy usage in areas for which we exercise management 
responsibility. We have incorporated, wherever possible, 
energy standards in all ongoing programs which offer poten- 
tial energy savings. These actions continue to demonstrate 
our determination to control energy demand in every quarter. 


T£ you require further information concerning this 
report, please contact[ | te @phone STAT 


STAT 
Sincerely, 
fai pevmes $. MrDonald 
James H. Mcbonald 
; Girector of Logistics 
i 
i Enclosures 
| Distribution: 
Orig - Addressee w/atts 
: _--< OL/P&PS Official w/atts 
1 - OL/P&PS Chrono w/o atts 
1 - D/L Chrono w/o atts 
1 - Files w/o atts 
STAT 
OL/P&PS (1G Mar 81) 
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